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SYSTEMS 

CD100M-423 The UNISTAR 100 singleuser UNIX* workstation incorporates the 68000 CPU; a 32-bit microprocessor with 
16-bit I/O. This processor has an 8 MHz cycle time with 256K bytes of dynamic RAM running without wait 
states. The UNISTAR 100 includes two RS-423 multiprotocol serial ports; five CPU resident system timers; inte¬ 
gral VT100/VT52*-compatible video terminal; high contrast non-glare P31 green display; 83-key detachable 
keyboard; six-slot Multibus* card cage (two slots free) 600K byte integral 514-inch minifloppy; integral 10M 
byte 514-inch Winchester disk drive; memory expansion to 1.28M bytes; UNIX Version 7 operating system with 
Berkeley enhancements; 68000 assembler and C language* 

CD100M-424 The UNISTAR 200 multiuser UNIX* workstation incorporates the 68000 CPU; a 32-bit microprocessor with 
16-bit I/O. This processor has an 8 MHz cycle time with 768K bytes of dynamic RAM running without wait 
states. The UNISTAR 200 includes 10 RS-423 multiprotocol system timers; integral VT100/VT52*-compatible 
video terminal; high contrast non-glare P31 green display; 83-key detachable keyboard; 8-slot Multibus card 
cage (3 slots free); 600K byte integral 514-inch minifloppy; integral 21M byte 514-inch Winchester disk drive; 
memory expansion to 1.28M bytes; UNIX Version 7 multiuser operating system with Berkeley enhancements; 
68000 assembler and C language* 


-052 



-400 


HARDWARE OPTIONS 

Graphics Controller which allows the terminal portion of the system to display Tektronix 4010-compatible 
graphics. Maximum one per master workstation. Has addded features of 752 X 323 display resolution; full 1024 
X 1024 display buffers in two planes (not part of main memory); point plotting; down-loadable character set; 
ZOOM, PAN, scale; area fill. UNIX driver provided. Requires one slot. 

512K byte memory expansion board. Operates with one wait state. Up to two boards can be added. The second 
board will require one additional slot. 

Add-on multiuser terminal. Includes VT100/VT52-compatible video terminal; high contrast 12 inch non-glare 
P31 green display; and 83-key detachable keyboard. 


SOFTWARE OPTIONS 

-230 Fortran IT Compiler. Includes manuals and diskettes. Single use license. User installed. 

-231 Pascal Compiler. Full ISO Pascal with UCSD extensions. Includes manuals and diskettes. Single use license. User 

installed. 

-232 Basic Interpreter. A DEC*-compatible Basic Interpreter. Includes manuals and diskettes. Single use license. User 

installed. 

-233 COBOL Ryan-McFarland RM COBOL system including development capability. Includes manuals and disk¬ 

ettes. Single use license. User installed. 

-244 COBOL. As above but run time only. Single use license. 

-250 Software maintenance agreement. Annual agreement covering software support and maintenance. Includes 

software updates on a regular basis including upgrade to Unix System III when released; diagnostics; toll-free 
number for question/answer support; dial-in news service for updates; bug reports; application notes; utility 
updates and device driver releases. 

-251 UNIX software kit for writing I/O drivers. Includes all object files and the make file to delete or add custom I/O 

drivers. Includes source files for working prototype disk, floppy and terminal I/O drivers. Does not include 
source files for Callan proprietary drivers or UNISTAR boot ROMS. Object files for all Call an drivers are supplied. 
Shipped on 514-inch floppy. 


Price 

$10395 


$17545 


$1595 

$2420 

$1980 

$825 

$825 

$825 

$1265 

$715 

$1650 

$7500 
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-336 

MANUALS 

UNISTAR Basic Documentation Set. Includes Unix Programmers' Manual Sections 1-8 and other Unix 
Documents. One set included with UNISTAR system purchase. 

$275 

-337 

UNISTAR Maintenance Manual. Includes schematics; logic diagrams; repair procedures for the Unistar 100 and 
Unistar 200 Unix Workstations. Not included with basic system. 

$138 

-338 

UNISTAR Workstation User's Guide. Covers operation of the basic workstation used as the basis for the 
UNISTAR system. Covers terminal characteristics and details of the Multibus backplane. 

$55 

-339 

Fortran 77 Manual. 

$55 

-340 

Pascal Manual. 

$55 

-341 

RM COBOL Manual. 

$83 

-342 

BASIC Manual. 

$55 


TERMS AND CONDITIONS OF PURCHASE AND SALE 

Any offer to acquire products listed herein and any sale of products by Callan Data Systems will be made on 
the terms and conditions that follow. Callan Data Systems hereby specifically rejects any terms and conditions 
on Buyer's offer in conflict with or in addition to these terms and conditions. Buyer's offer will not be deemed 
accepted until Callan Data Systems has issued a written acknowledgement. 

Prices and Orders: 

All prices are FOB Westlake Village, CA. Prices do not include taxes or duties. Delivery schedules shall be 
mutually agreed to. If Buyer does not purchase the entire quantity upon which the quoted prices were based. 
Buyer agrees to pay the specified higher price for the quantity actually purchased. 

Terms of Payment: 

Qualified customers with credit approval by Callan Data Systems: 2% 10 days. Net 30 days from date of 
invoice. 

All others: 50% with order; 50% with delivery. 

Callan Data Systems may change these credit terms if Buyer's financial condition changes. Each shipment 
shall be considered a separate and independent transaction. 

Title and Delivery: 

All shipments are FOB point of shipment. Title and risk of loss pass to Buyer upon delivery to carrier at 
shipping point. Callan Data Systems will select the shipping carrier if Buyer does not. Claims for shortages must 
be made within ten (10) days of arrival. 

Warranty: 

Callan Data System's products are warranted against defects in materials and workmanship for a period of 
nine months from date of original shipment. Callan Data Systems will at its option, repair or replace system 
modules which prove to be defective during the warranty period. If equipment fails during the warranty period, 
Buyer shall notify Callan Data Systems and request a Return Material Authorization. The defective system 
module should then be returned with a failure report attached to Callan Data Systems, freight prepaid, and it 
will either be repaired or replaced at the option of Callan Data Systems and returned to the customer freight 
prepaid. Repairs necessitated by shipping damage, misuse of the equipment, or by hardware, software, or 
interfacing not provided by Callan Data Systems are not covered by this warranty. 

EXCLUSIONS OF WARRANTIES: THE IMPLIED WARRANTIES OF MERCHANTABILITY AND FITNESS FOR 
A PARTICULAR PURPOSE AND ALL OTHER WARRANTIES, EXPRESS OR IMPLIED, EXCEPT AS SET FORTH IN 
THIS WARRANTY SHALL NOT APPLY TO THE PRODUCTS DELIVERED. CALLAN DATA SYSTEMS NEITHER AS¬ 
SUMES NOR AUTHORIZES ANY OTHER PERSON TO ASSUME ANY OTHER LIABILITIES IN CONNECTION 
WITH THE SALE OR USE OF ANY PRODUCT 

Limitation of Liability: 

IN NO EVENT SHALL CALLAN DATA SYSTEMS BE LIABLE FOR ANY REPROCUREMENT COSTS, LOSS OF 
PROFITS, LOSS OF USE, INCIDENTAL, CONSEQUENTIAL OR SPECIAL DAMAGES. 



DATA SYSTEMS 


2645 Townsgate Road 
Westlake Village, CA 91361 
(805) 497-6837 
(800) 235-7055 
TWX 910 336 1685 
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